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NOTIFICATIONS BY GOVERNMENT 

MINORITIES WELFARE DEPARTMENT 

( IDM ) 

KAZIS ACT , 1880 ( CENTRAL ACT XII OF 1880 ) - EXTENSION OF TENURE OF 
Sri SHAIK USMAN , S / o SK . MUSTAFA , PERECHERLA VILLAGE , MEDIKONDURU 
MANDAL . GUNTUR AS GOVERNMENT KAZI FOR TADIKONDA CONSTITUENCY . 
GUNTUR DISTRICT FOR A FURTHER PERIOD OF THREE ( 3 ) YEARS 
w.e.f 10.03.2022 TO 09 03.2025 FOR PERFORMING MARRIAGES OF 
MUSLIM COMMUNITY ONLY . 

[ G.O.Rt.No.63 , Minorities Welfare ( IDM ) , 14th May , 2022. ] 

NOTIFICATION 

" In exercise of the powers conferred under Section ( 2 ) of the Kazis Act , 1880 
( Central Act XII of 1880 ) , the Government of Andhra Pradesh , after consulting the 
Principal Muhammadan residents of local area , hereby extend the tenure of Sri Shaik 
Usman , S / o Sk . Mustafa , Perecherla Village , Medikonduru Mandal , Guntur as Government 
Kazi for Tadikonda Constituency . Guntur District for a further period of three ( 3 ) years 
w.e.f 10.03.2022 to 09.03.2025 for performing Marriages of Muslim Community only " . 

The Collector and District Magistrate , Guntur / the Chief Executive Officer , 
A. P. State Waqf Board , Vijayawada , is directed to take necessary action accordingly . 
A. MD . IMTIAZ , 

Secretary to Government . 
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